


HOUSE of DIAGNOSTICS 


Lab No. : YUSUF SARAI/06-05-2021/YSF210557407 

Patient Name : IRSAD Patient Id : UYSF.0000033347 
Age / Sex -31Y/M Received Date : 14/JUNE/2021 10:38PM 
Ref Dr. : Dr.SELF 

Collection Date : 14/JUNE/2021 11:48AM Approved Date : 14/JUNE/2021 11:26PM 
Test Name Result Biological Ref. Interval Method 


SARS-CoV-2 (COVID-19) Qualitative Real Time RT-PCR , Nasopharyngeal/Oropharyngeal Swab 
SARS-CoV-2 (COVID-19) Qualitative Not Detected Real Time RT-PCR 


ICMR Registration No. for House of Diagnostics Healthcare Pvt. Ltd. is HDHPLDD. 


Interpretation: 


Result Interpretation 
DETECTED RNA specific to SARS-CoV-2 Detected 


NOT DETECTED RNA specific to SARS-CoV-2 Not Detected 
A repeat testing on fresh sample is recommended 





Note: 

1. Negative result does not rule out the possibility of Covid-19 infection. Presence of inhibitors, mutations & insufficient RNA specific to SARS-CoV-2 can influence the test result. Kindly correlate the results with clinical findings. A 
negative result in a single upper respiratory tract sample does not rule out SARS-CoV-2 infection. Hence in such cases a repeat sample should be sent. Lower respiratory tract samples like Sputum, BAL, ET aspirate are appropriate 
samples especially in severe and progressive lung disease. 

2. Covid-19 Test conducted as per kits approved by ICMR / CE-IVD / USFDA. 

3. Kindly consult referring Physician / Authorized hospitals for appropriate follow up. 


Comments: 

Coronaviruses (CoV) are a large family of viruses that cause illness ranging from the common cold to more severe diseases such as Middle East Respiratory Syndrome (MERS-CoV) and Severe Acute Respiratory Syndrome (SARS- 
CoV). Coronavirus disease (COVID-19) is a new strain that was discovered in 2019 and has not been previously identified in humans. Common signs of infection include respiratory symptoms, fever, cough, shortness of breath and 
breathing difficulties. In more severe cases, infection can cause pneumonia, severe acute respiratory syndrome and kidney failure 


*** End Of Report *** 
In case of any discrepancy due to typing error, kindly get it rectified immediately.This is professional opinion, not a diagnosis. 
Dr. Kanika Goel 
Consultant Microbiologist 


Yom M.B.B.5., M.D. (Microbiology) 


DMC Reg. No.: R/4571 
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Conditions Of Reporting 





The report results are for information and interpretation for your referring doctor. Reports are to be 
correlated with the patient’s clinical history. 


Biological Reference Range/Interval is suggested for your Gender and Age on the basis of available 
literature. All reference ranges are to be reconsidered by physician's advice for your specific care. 


This Medical Report is a professional opinion, not a diagnosis. 


The report will carry the name and age provided at the time of registration. To maintain confidentiality, 
certain reports may not be e-mailed at the discretion of the management. 


All the notes and interpretation beneath the pathology result in the report provided are for educational 
purpose only. It is not intended to be a substitute for physician's consultation. 


Results of tests may vary from laboratory to laboratory and in some parameters from time to time for the 
same patients. Test results and reference range may also vary depending on the technology and 
methodology used. Laboratory test results may also vary depending on the age, sex, time of the day 
sample has been taken, diet, medication and limitation of modern technology. 


In case of any unexpected or alarming test results, please contact us immediately for re-confirmation, 
further discussion, clarifications and rectifications, if needed. 


In case of any discrepancy due to typing error, kindly get it rectified immediately. 


Neither the laboratory or its employees/representatives assume any liability or responsibility for any loss 
or damage that may be incurred by any person as a result of interpreting the meaning of this report. 


Test results are not valid for medico legal purposes. 
In case of any issues or Suggestions about your test results, please email us immediately 


The courts (forums) at Delhi shall have exclusive jurisdiction in all disputes/claims concerning the tests 
and the results of the tests. Our liability is limited to the amount of investigations booked with us. 
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